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24 April 1972 



Mr. Ollie Atkins 
The White House 
Washington, D. C. 20500 
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THE WHITE HOUSE 
WASHINGTON 


April 18, 1972 


Dear General Walters: 



Lt. Gen. Vernon Walters, USA 
Deputy Director 
Central Intelligence Agency 
Washington, D. C. 

Enclosures 
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